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were designated to work during the month with the evaluation group 


of Project(L____ lof the ADP Staff in determining the feasibility 
of utilizing the IBM Stenowriter System in FDD to produce Russian- 
English machine translations, as well as to print out from steno- 
type input human translations from languages other than Russian, 


5+ The FDD linguist service at Headquarters moved from 
Room 2F36 to Room 3F38 on 28 November, The service has been 
augmented by one additional linguist to meet increasing requests 
for service, The larger area of the new location also provides 
accommodations for conferences of u 
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Enclosures: 
Statistical Report 
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